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Date: 04-08-2022 Health Bulletin Time: 6:00 PM 
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X) Positive Today: 310 g Recovered Today: 334 
ÖR Death Today: 01 %) Active Cases: 1748 
S*’’ Sample Positivity today: 11.17% R% Recovery Percentage: 94.39% 
1. Total cumulative Positive COVID-19 detected: 99092 
2. Total Number (%) of COVID-19 Patients Treated/ Cured: 93528 (94.39%) 
3. Total Number (%) of COVID-19 patients migrated out of state: 3518 (3.53%) 
4. Total Number (%) of COVID-19 Deaths: 298 (0.30%) 
5. Number of samples found negative for COVID-19 today: 2466 
6. Total number of samples sent for COVID-19 testing today: 2998 
T: Total number of cumulative samples found negative: 1442974 
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Detailed Status of Sample Tested 


: Negative oe Positive 
Negative ; Positive : 
: Cumulative ; Cumulative 
in last 24 5 in last 24 
oars Since Since 
01.01.2022 01.01.2022 


Chamoli Ce a on a a a 


Almora 4728 4239 70 4 415 
Bageshwar 2132 2010 23 0 99 
Chamoli 3284 3151 21 3 109 
Champawat 1964 1912 29 1 22 
Dehradun 36788 35212 974 189 413 
Haridwar 13714 13275 174 27 238 
Nainital 12231 11897 249 30 55 
Pauri Garhwal 5407 4362 53 19 973 
Pithoragarh 2610 2451 11 4 144 
Rudraprayag 2821 2621 65 2 133 
Tehri Garhwal 2540 2079 20 7 434 
U.S. Nagar 9052 8708 35 6 303 
Uttarkashi 1821 1611 24 6 180 
Total 99092 93528 1748 298 3518 


LES ety $ Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C@VID-19 


r ‘ 7 Uttarakhand State Control Room 
Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Hospital Wise Death 


District Name of the Hospitals No. of Deaths 
Dehradun Shri Mahant Indiresh Hospital, Dehradun 1 
Total 1 


Check Your 
COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 Vaccination 


4th August 2022 


* Sessions Held Today: 947 
* Number of Beneficiaries Vaccinated Today: 38813 
* Total Number of Beneficiaries Partially Vaccinated: 9082684 
* Total Number of Beneficiaries Fully Vaccinated: 8628950 
* = Total Number of Beneficiaries Given Precaution Dose: 1271735 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker genoa 
Cumulative 
ee 12-14 12-14 15-17 15-17 si A s i Precaution 1st 
cute is vrs | years tst | | years | ‘etbtse | and bose | _ Dose ee base nts eo enallese ie T 
Jei ane Dese Am Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage SSIES: end Dose 
Dose Dose Coverage | Coverage Dose 
Almora 20232 14090 29347 23978 384458 358687 6024 6034 9959 9765 65756 375 1568 
Bageshwar 10283 8238 14145 13243 186414 173208 2515 2521 2323 2403 43407 44 679 
Chamoli 15192 13866 19744 19172 275318 272001 3988 4024 6494 6640 69491 195 112 
Champawat 10902 8694 13524 13000 185096 173959 2257 2319 7590 7536 33548 30 564 
Dehradun 68428 46020 103216 81761 1582414 | 1491161 37248 36740 30674 31337 283203 1321 8292 
Haridwar 73999 37570 83859 53878 1521857 | 1468533 17791 17644 48484 48491 195731 438 7043 
Nainital 42686 27930 53484 42302 759858 742014 14196 14013 20120 20246 120715 195 3481 
Pauri 22732 17705 32734 31057 456114 439349 7924 7949 7108 7203 99307 50 1327 
Pithoragarh 16375 12399 23777 21013 328275 320307 4097 4115 8323 8418 44958 81 858 
Rudraprayag 8864 6600 12625 11147 174549 161033 2466 2456 2692 2714 33413 102 1292 
Tehri 23531 21752 31337 30417 401687 370391 6254 6318 4930 5055 89098 545 2970 
US Nagar 62555 53475 93572 90791 1361289 | 1393663 12506 12630 34805 34078 142612 211 5933 
Uttarkashi 13473 10327 18306 16784 237198 228184 3463 3489 5004 5113 50496 62 1045 
Total 389252 | 278666 | 529670 | 448543 | 7854527 | 7592490 | 120729 | 120252 | 188506 | 188999 | 1271735 | 3649 | 35164 


